











There’s a Place 
in Your Planning 
For 

Kohlenberger Engineering 


Kohlenberger’s extensive manufactur- 
ing facilities and experienced staff make 
it possible to offer industry a complete 
service in the development and instal- 
lation of heavy duty industrial refriger- 
ation and air conditioning equipment. 
For 36 years Kohlenberger Engi- 

neering Corporation has built its repu- 
tation on the dependability and quality 
of its equipment and the skill and in- 
tegrity of its engineering staff. 
Kohlenberger services include: 

Equipment Manufacture 

Refrigeration System Design 

Plant Layout 

Field Erection 


When quality and dependability count 
. contact Kohlenberger! 


Kohlenberger heavy duty high speed 
industrial refrigeration compressor for 
ammonia and freon refrigerants. 


Write for free illustrated brochure. 
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Accident Prevention, Safety; Inds’l 
Refrig’g Plant 
By John H. Herzog 
— For Fish Cleared By New 


wry Plant 
Safety Data 
Ammonia Plants for Heavy Water 
Production 
Arden Plant For Columbia Basin. 
Authors: 
Brownlow, D. 
Carstensen, A. R. 
Cassell, Scott 
Diehl, Dr. 
Dowling, John H. ..............4- Feb-15 
Ellard, Paul 
Francis, Richard L. 
Haas, Anthony 
Herzog, John H. ...............4. Jun-28 
Nicklin, M. E. .Mar- 6 


. .May-28 
Jun-15 


MDE EEN ibs ora eo UkGAa ae See Jan-13 
Richards, Wm. V. 
Smith, Wallace M. 
Wile, D. D 
Wood, David H. 
AVI Publishing Gets Editorial Board. 


" May-14 


B 


et, Remnare Awarded by Richmond 


Book Reviews: 
Applications Volume for ASRE Data 
Series 
English Warehouse Annual 
NAPRE Revises Contents of Operating 
Data Book 
New Standard on Refrigeration 
Nomenclature ................. May-19 
Practical New Reference On Plant 
Operation and Management 
Revise B9.1 Safety Code For 
Mechanical Refrigeration 
Underwriter Publication Cites Motor 
Failures 
Booster Compressor Restores Capacity At 
Ice Cream Plant 
Both Fisheries Acquires East Coast 
Fish Packers 
Brine Chill Unit; Oil Loss Experience. . Jun-27 
Business Enterprises Gauged By 
Scientific Activity 
By Richard L. Francis..........May-11 


C 
Cascade Refrigeration Plant; Water 
Contamination In 
Centrella Foods Chicago Distribution 
Warehouse By Scott Cassell ..... Mar-11 
Centrifugals for Air Conditioning 
By Paul Ellard 
Chicago Distribution Warehouse for 
Centrella Foods By Scott Cassell . .M: 
Commodity Manual TRRF Revises 
Chapters 
Concentrating Milk Process 
Control Humidity at One Cent Per 
Cubic Foot By Anthony Haas ... 
Controls Take Guess Work Out of 
Perishable Transportation ........ Mar-17 


D 


Dairy Growth Abroad Jun-21 
Deep Freeze The Bull .............. Mar-40 
Dehumidified Cooler Rooms Are 

Practical Money Makers 

By Anthony Haas ............. May-15 
Diesel Power for Mechanical 

Refrigerator Cars By M. E. Nicklin Mar- 6 
Distribution Savings Passed to Frozen 

Food Consumers 

By A. R. Carstensen May- 8 


E 


Economic Operating Problems, NARW 
SPURNED. ikic o'a:s o's ceded erin May-L3 
Equipment Data: 
Air Agitated Ice Builder 
Allied Field Tests Trucks 
Approved Solder Alloy 
Armstrong Cork Co. Foreign 
Developments ................. May-40 
Automatic Analyzer Jun-38 


Jun-30 


Jun-24 


. May-15 


VOL. 136 


VOLUME 


JANUARY TO 


Equipment Data (Con’t) 


Bartilotta Joins Pick Engineering. ...May-31 

Bass, Russell, Joins Krack May-34 

Bossman Control 

Btu Meter 

Calpack Names Frazier 

Canadian Ice Machine Co., 
. L. Pharo, Pres. Mar-43 

Carrier Changes at New York Mar-41 

Cartridge Type Angle Filter Driers. .Feb- 7 

Casey With Kartridg-Pak 

Changes at United Fruit 

Coin Operated Vendor Makes Own 


May-35 
Mar-42 


Ice 
Condensation Control 
Condensers, Coils Instruments 
Offered 
Condensing Line By Bell & Gossett. .} 
Continuous Package Freezers 
Controlled Humidity 
Cooling Tower 
Corrosion Resistant Floor 
Creamery Package Boston Plant 
Damper & Valve Control 
Day Manages Ringsby Reefer Div. 
Dean Woolrich to Organize 
Turkish Univ. Research . 
Double Contact Freezer 
Drip Sight Feeder 
Dual Purpose Alternator 
DuPont Color Seals Freon Refrigerant Jan- 9 
East, Chief Engineer at 
Sidney Meat Co. .............. May-31 
Electrical Equipment 
Products 
Fire Resistant Duct 
Fittings, Indicators 
Flake Icemaker 


Foamglas Booklet 
Foamed-In-Place Insulating 
Food Process Engineering— 
Greer and FES ................ Mar-42 
Freez N Store New Cold Storage 
in Arkansas 
Frozen Food Transporter 
Heating & Cooling Coils 
High Velocity Room Terminals 
Holt on Allis Chalmers C&A 
Compressor Div. .............. Mar-43 
Ice Cream Truck Bodies 
Insulations 
Large Hermetic 
Lined Drums for Lithium 
Literature on Controlled Atmosphere Mar-37 
Low Density Foam 
Low Temperature Non-Mechanical 
Refrigerator 
McGrath, James, Heads AC & R Dept. 
at Cal Poly 
Meat Cutting Unit 
Merchants Establishes N.Y. Frozen 
Food Center 
More Building Materials 
New Cold Storage Firm Incorporated 
in Arkansas 
Nylon Anchors 
Ophuls Terminates Consulting 
Practice 
Packaged Plants For Low Temperature 
Application 
Thermatrol 
Portable Refrigerated Dump 
Powder Insulation 
Panel Control Centers 
Plastic Cold Storage Door 
Pneumotometer for Measuring Low 
NE OIOIG boo cdiesc ce t~ereseaes May-36 
Polyethylene Pipe 
Portable Display Dump 
Electric Drill 
Precision Machined Fitting Covers. ..Feb- 7 
Queensen Manages Booth at St. Paul May-31 
Quinn Takes FGEX Helm 
Recold Builds Mexican Plant....... Mar-40 
Refrigeration Circulation Manual ....Jan- 5 
Regulating Water Flow 
Ryan Heads Ice Sales at Oscar Mayer 
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Equipment Data (Cont'd) 


Schrom Heads Grantley York Div. .. .Jun-40 
Selectrofoam Insulation ...........May- 6 
Shelf Freezing Assembly 
Stainless Steel for Delivery Truck 
Body 
Starters and Contactors 
Static Exciter System 
Styrofoam Insulation 
Temperature Indicators 
Three Phase Monitor 
Tilting Motor Base 
Tower Mfgs. Merge 
Transport Temp Control 
Truck Unit Equipment 
UPVC For Brine Piping........... May- 6 
Variable Flow Indicators..........May- 7 
Water Problems 
Water’ Treatment Regulator 
Environmental Testing ............. May-38 
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Federal Court Awards Blast Damages 
to Merchants 

Forecast 300%, Increase In Refrigerated 
Cargoes 

Freon-TF By John F. Dowling 

Frozen Food Distribution Officers 
Is It or Isn’t It, By Dr. H. C. Diehl Mar-14 
Processors Officers 


Good Humor Expands 
Government Decisions Effect Rail 
Transportation .................Mar-18 
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Hamburger Retailing Requires 
Refrigeration 
History of the Refrigeration Centrifugal Apr-18 
Howard Johnson Englewood Plant ..Jun- 8 
HumKo Co. Rapid Cooling of Shortening 
By Scott Cassell , -Feb- 8 
Hydrogen Isotype Productions Suggested 
err ernie rer 


I 


Ice Cream Companies Merge at 
California 
Ice Cream Manufacturers Look at 
Market Research .............. Mar-34 
Ice Cream Plant, Howard Johnson 
Vendor; Cubes Crushed & Block ... . Jz 
Industrial Refrigerating Plant Safety and 
Accident Prevention, 
By John H. Herzog 


L 


Lafayette New York Orchard Storage Features 
Air Condensers ................ Mar-18 

Lease Air Conditioning 

Liquid Ammonia By Wm. V. Richards .Jun-11 

Liquid Freezing—Its Cost, Application .Mar-19 
Of Poultry, By D. Brownlow 

Local Delivery Service Frozen Food 
BI, nk escccccsecces May-13 


M 


Mechanized Bookeeping Voids Refrigerate a 
Handling By A. R. Carstensen ....Ma. 
Milk Industry Conventions 
Motor Maintenance, Safe Solvent for, 
By John H. Dowling 


N 


National Conference on Perishable 
Commodities at Purdue ......... Mar-18 

Ice Association New Name 

NARW Annual Meeting ............ May-13 
1959 Directory .................May-14 
Had Best Safety Year 
Officers 

NHas Literature, Sources of 

Non-Condensibles, How To Remove Them 


Jun-15 


Jun-10 


N ayontseel 


By D. D. Wile and T. Rea. 
A Kiters, Refrigerant Pon 
Non-Refrigerated Perishable Boxcar . 


O 


Oil Loss Experience On Brine Chill Unit. Jun-27 
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P. & C. Markets Starts Upstate 
N. Y. Storage 
Packing House Blast Cause 
ndetermin 
Patent Milk Concentratin 
Pay —- to the Detai 
Wallace M. Smith 
ae... rost, Refrigeration for 
Piggy Back Trailers for Frozen Food . 
a a Freezing 
By ee 
Power on 
Labor ron digg 
Propos toh na aon Food Code Convention 


Public “Warehouse. By-Passes Wholesaler 
By A. R. Carstensen 

Purge "Consiiane By T. H. ay: 

Purposeful Purging By D. D. Wile ... 


. .Jan-12 
+ Janl2 
. Mar-10 
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May 
“Apr-30 





.Jan-12 


Quicksand Frozen For Tunneling 


R 


Radiation, French Cold Storage Firm 
Works in Gamma 
Notes ji 
Rapid Cooling of Shortening at HumKo Plant 
By Scott Cassell 
Recirculating Systems; Will They Improve 
Plant Performance 
By Wm. V. Richards 
Reefers Serve 400 Member 
Retailer Coop 
Refrigerant Grade vs. Agricultural Ammonia 
By David H. Wood 
Refrigerated Biscuits in Multi Millions . . 
Bridge 
Environmental Testing Proves Its Value 
To Jet Aircraft 
Transportation 
Warehouse Construction Continues . .Apr-11 
Refrigeration Utilized By Royal Castle. . Apr-12 
for Permafrost 
Research Foundation Meets 
Refrigerator Cars, Diesel Power for 
Mechanical By M. E. Nicklin .... 
Royal Castle System 


Safe Solvent For Motor Maintenance 
By John F. Dowling 
Safety & Accident Prevention; 
Refrig’g Plant By John H. Herzog. . 
Safety Literature on NH3, Sources of. . 
Shopping Center Meet 
Shortening By Rapid Cooling 
By Scott Cassell 
Salem Oregon Dairy Plant 
Sources of NHs Literature 
Suburban Distributor Equips With 
, Outdoor Units ................. Mar-19 
Successful Practice Means Knowing 
Your Centrifugal 
Refrigeration Machine By Paul Ellard Apr-17 


T 

TARS Re-Elects Officers 

Temperature Protection, Is Legislation 
Necessary 

Tenth Plant Maintenance and 
Engineering Conference Program . 

TRRF Revises Chapters in Commodity 
Manual 


. Jun-28 
. Jun-26 


.Feb-29 


May-11 


U.S. Cold Storage Officers 


Ww 
Walla Walla Milk Plant 
Warehousemen Weigh Distribution 
ME 920s scVdeban ens eaee ees May-13 

Water Contamination in Cascade 

Refrigeration Plant 
v.oodlawn Farm Dairy Co. Ice Cream 

Plant, Booster Compressor Restores 

Capacity 


York Cavalcade of Products 
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11 MODELS § IN THIS LINE 
OF ICE BREAKERS FOR: 


RESTAURANTS e@ HOTELS e@ AIR LINES 
RAILROADS @ LABORATORIES © TAVERNS 
ICE PRODUCERS e@ PACKING HOUSES 


The Little Giant Line has a long record 
of service to many types of users. These 
breakers are designed to break ice in 
rice to chestnut to 3” size and pea to 
chestnut to 4%” size. Hand and power 
operated. Write for details and prices. 


LITTLE GIANT 


DEPENDABLE ICE BREAKERS BY 
MICRON, INC., BETTENDORF, IOWA 











PIPE BENDING 
XPERTS 


Coils, Headers, 


Fabrications 


Completely modern 
metalworking ma- 
chines, plus over 38 
years of ‘‘know- 
how”, assure the fin- 
est work to your 
exact specifications. 
Proven specialists in 
custom bending in 
any form, any metal, 
even stainless steel. 


May we quote on 
your next job? 


“CHICAGO NIPPLE 


MANUFACTURING CO. 
1997 CLYBOURN - CHICAGO 14 





Better Cold Insulation 


> BETTER INSULATION than any 
materials at present available, the Fi- 
NANCIAL TimEs, London, published in 
November, is a new compound. Tests 
which have been carried out with the 
material are said to have shown that 
it will enable liquid hydrogen to be 
stored for a year with less than ten 
percent loss. The material can be used 
at temperatures up to 1,000 F. 


Material Shapes Easily | 


The new insulating material consists 
of from 40 to 80 layers of glass fibre 
paper on aluminum foil, each less than 
.001 mm. The material can be applied 
to contours of irregular shape, can be 
made and kept vacuum tight even when 
exposed to shock and vibration. 


Spring Loaded Pulleys 


> FREQUENTLY overlooked is the mo- 
tor pulley and base requirements of the 
smaller auxiliary around the large re- 
frigerating plant. Introduced recently by 
a Chicago firm were two lines: spring 
loaded pulleys and adjustable motor bas- 
es for 1/3 to 1 hp. The firm features 
spring loaded pulleys for automatic 
equipment utilizing A-section belts, and 
adjustable motor bases for varying cen- 
ters and variable speed drives. 
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Cleanable Water Coils 


p} INTRODUCTION of a new line of 
cleanable water coils by a Zelienople, 
Pennsylvania firm was high-lighted by 
a major sale of these chilled water 
cooling coils to the General Services 
Administration of the U. S. Government. 


Particularly suitable for central station 
or zone air conditioning use in many 
parts of the country, the cleanable ad- 
vantages of these coils is obvious. Coils 
are made of seamless copper tubing 
5/8-in o.d., spaced 1%4-in on centers, 
with aluminum fins permanently bond- 
ed by mechanical expansion. Galvanized 
casings are furnished. 


Air Handling Units 


COMPACT, modular-design air- 
nandling units for air conditioning were 
announced in October by Recold Corp. 
Described as AH, the units are rated 
from 800 to 3400 cfm for chilled water 
or direct expansion refrigerant. The 
units feature a blower section independ- 
ent from the coil assembly; top, bottom, 
or rear fan discharge; various motor 
and coi! locations; and any combina- 
tion of coils and accessories. 


Electric Defrost 


Also in October, Recold Corp. an- 
nounced that Deltric coils may now be 
used to minus 10F. This electric defrost- 
ing is specified, however, for use in 
low temperature situations where there 
are light moisture loads. 

Designed for easy ceiling installation 
in either corner or backwall positions, 
only simple electrical connections are 
needed, Deltric obtains maximum effi- 
ciency by activation of a Thermovane 
door which closes during defrosting. 





VOLUME 


VOL. 137 JULY TO 


A 


Accident Prevents Another 

Advancing Technology Demands Man- 
power Upgrading 
By W. R. Woolrich 

AFDOUS Code 


Ammonia, Hazards Involving 
Artificial Ice For Canada’s Sports 
By George Legris 
Atlanta Gas Co. Meet Winter Peaks With 
Unique Storage and Refrigeration 
System 
Authors: 
Bell, M. E. 
Dickinson, Thomas A. 


Kedenburg, Frank V. Jr. .......... Aug-22 
LeGris, George 

Slavin, Joseph W. ................ Sep-18 
Woolrich, W. R. 

Wright, H. A. 


Baltimore New Marsh Produce Service. .Sep-28 
Beatrice Foods Corp. Detroit Refrigerating 
Div. Remodeling 
Book Reviews: 
Chemistry Made Easy 
Engineering Data Book 
European Refrigeration Research and 
Its Applications 
Handling Perishable Agricultural 
Commodities 
Operating Data Book-NAPRE...... .Sep-26 
Standards on Water Cooling Towers. . Oct-32 
Truck Trailer Refrigeration 
Equipment > 
Breweries, Construction and _ Insulation 
Practices By M. E. Bell 


Cc 


Canada’s Winter Sport Relies on 
Artificial Ice By George Legris . 
Chilled Gas, Who Needs 
Cold Storage at Kaiserslautern, 
By John A. Hawkins 
Traps Solve Moisture Problems 
Colder Climate Building Problems 
By M. 
Containerized Refrigerated Meat 
Delivery 
Controlled Atmosphere Refrigerated 
Storages 
By Frank V. Kedenburg, Jr. ..... Aug-22 
Process and Storage Enhances Hay 
Vitamin Values 
Cryogenic Conference in California... . 
Curling By George Legris 


.. Oct-12 


D 


Dairy Assns. Promote Milk Products, 
Refrigeration Abroad 
Convention Set for Miami Beach... .Jul-24 
Detroit Refrigerating Plant Remodeling Sep-28 


E 


Electrical Maintenance Control Devices 
By H. A. Wright 
Equipment Data: 
Air-to-Air Heat Pump 
Air Conditioning High Side 
Alco Develops 4-Way Valve 
Valve Controls 


INDUSTRIAL REFRIGERATION e December, 1959 





INDEX 


DECEMBER 


American-Standard Changes 
Ammonia Sales Appointments of Allied 
Chemical Nov-38; Dec-10 
Appointments at National Bureau of 
Standards 
ARI Reports on Installed Central 
Station Systems 
Armour Regroups Chemicals 
Armstrong Cork Adds to International 
Division Sep-10; Dec-10 
Reorganizes Research Center N 
Auto Refrigeration 
Ball Valve Plant 
Baltimore Air Coil Acquires 
Representation 
Officers 
Baumler, Karl, Manufacturing Manager 
at Pittsburgh Corning 
Bell is Managing Associated 
Refrigerating 
Booth Cold Storage Appointments... . 
Btu Meter Accessory 
Bulk Milk Tank Coils 
Canadian Truck Body Co 
Capacity Control For Air Conditioners .Oct-9 
Cellulose Acetate Filters N 
Compact Air Drier 
Conditioned Apparel 
Creamery Package To Sell Cleaver 
Brooks Boilers 
Crystal Tips “Bits” Ice Maker...... N 
Davison, R. O., Vice-President of 
Dairy Industries Supply Assn 
Dayton Rubber Coordinates Urethane 
Insulation Sales 
DeGraff, Dr. Herrell, New Member 
of TRRF 
Dial Thermometers 
Dow Reports on Tower Tests 
Drive-In Racks 
Dual Recording Thermometer 
Dunham Bush Appointments . Sep- 10; Nov-38 
DuPont Position for 
Dr. Frank E. French, Jr. ........ Nov-6 
Egg Storage Development 
Ehret-Baldwin-Hill Merge Organization . Sep-9 
Electrical Developments Y 
Environmental Work 
Evaporate Condensers 
Filter Driers 
Flexible Steel Tubing 
Flooring Material 
Frick Directors 
German Cuber 
Halstead & Mitchell Vertical Line 
Added 
High Efficiency Foam 
Hueg, Herbert, Kohlenberger’s Buyer. . 
Hygrol Air Dehumidifier 
Ice Industry Changes 
Making Units 
Imeco Blast Chill Unit 
Indicating Dial Thermometer 
International A/C Capacity in Hermetic 
Centrifugals J 
Isocyanate Products With Shelley Co. Nov-38 
Kohlenberger Directors Named 
Packages Rocket Fuel Cooler 
Koiled Kords For Reefers 
Levin, Ralph, Mfg. Engr. 
Kohlenberger 
Light Weight Foam Insulates Freezer 
Clothes 
Truck Trailer 
Lithium Chloride Plant 
Load Limiting Relay For Compressor 


. .Aug-7 


Low Temp Liquid Pump 

Lusch Insulations 

Mechanically Refrigerated Cold Traps Sep-16 

Michigan Harriss Pie Co. Joins Frozen 
Food Packers 

Moisture Liquid Indicator 

More On Block Ice 

Munchoof—Recolds Advertising & Sales 
Promotion Manager 

NAFFP Offices Move 


NARW Get News Billing 

Neoprene Coated Gloves 

New 95/5 Solder 

Noland Heads Dairy Manufacturers .. 
Older, Morris B., Controller at BAC ..Aug-9 
Packaged Cooler. Units For Vending 


rue he Maker 
Portable Grinders 
Welders 
Presstite-Keystone Engineering Produces 
New Name 
Quick Clamp Spray Nozzles 
Recold Appointments, Changes and 
Additions Jul-35; Nov-36 
RefrigiWear Insulated Garments ....Aug-8 
Renewal Parts Depots Nationwide 
For York 
Roller Bearings 
Ryan, Represents Jamison Door 
in Minneapolis 
Scott Foam Filter 
Sporlan Valve Increases Field Staff . 
Sub-Zero Head Gear 
Tape Type Pipe Sealer 
Temperature Control 
Tennico Inc., New FES 
Representative 
Terminating Condensation 
Tesco Chemical Plant at 
Edward, Miss. 
Trailer Refrigeration System 
Transicold Expands 
Transport Refrigeration 
Ultra High Flow Pump 
Unsafe Work Garments 
Urethane Foam Insulated Trailer 
Vertical Flow Air Condensers 
Vilter Rotary Booster Compressor 
Series 
Visual Indicators 
Washable Urethane Filter 
Water-Cooled Electrolux Donated 
to Recold Museum 
Water Temperature Regulating Valves Nov-11 
York Corp. Changes J 


F—G 


Farm Tank Standard 
Fiftieth Anniversary-NAPRE 
State Goes After Volume 
Refrigeration 
Fish Freezing By Joseph W. Slavin ... 
Fresh Water From Sea Water 
Frozen Food Code Approved By 
AFDOUS 
Handling Practices 
Prompts Interim Policy Suggestion . .Oct-22 
Frozen Foods, Transit Temperatures Vital 
to, By Scott Cassell 


.Sep-10 


. .Nov-12 
N 


.Sep-18 


H 


Hawaiian Cold Storage Expands 

Heat Pump, Air to Air Application at 
Springfield Public Building 
Commission 
Application 

Helium Liquefaction and Transportation Sep-12 


I—J 


Ice Chucking For Machine Work 

By Thomas A. Dickinson 

Test For English Plastic Missile .... 

Icebergs Furnish Fresh Water 
Icing Forums, NIA Convention Features Oct.-28 
Icing Up By Richard Francis ..Oct-10; Nov-13 
IIR Congress at Copenhagen 
Industrial Safety ................5. Nov-34 
International Refrigeration Congress at 

Copenhagen Jul-8; Nov-19 
Jet Refrigeration Simulates Icing 

Conditions 
Jordan Heads U.S. Delegation to IIR 

Congress 


Kaiserslautern Cold Storage, U.S. Army 
By John A. Hawkins 

Liquid Hydrogen Coming Space 
Propellant 


INDUSTRIAL REFRIGERATION e December, 1959 


M—N 


Meat Packers Decentralizing 

Methods and Equipment in Commercial 
Use of Fish Freezing 
By Joseph W. Slavin 

Milk Heats Water 

NAPRE’s 

Nebraska-Iowa Beef Co. 

New Orleans Modern Food Distribution 
Warehouse 

NIA Convention Features Industrial Icing 
Forums 


On-Stream Pigs Prevent Pipeline Ice 


Jams Oct- 
Pappas Industries, Gets Rapid Ice Rights Jul-22 
Perishable Transportation 
Plastic Missile Ice Test For 
Portable Vacuum Development 

By Thomas A. Dickinson 
Practical Electrical Maintenance Sure-Starts 

Those Auto-Systems 

By H. A. Wright 
Propane Refrigerates Propane For Utility 

Reserve Storage 
Protecting Frozen Foods 
Public Cold Storage Warehouse 

Refrigeration Plant Remodeling ... 


R 


Railroads Study Combination Trains 
Rapid Ice Advantages Over Brine Tank 
Systems 
Reefer Piggy-Back for Beef Shipments, 
USDA Report Favors 
Refrigerant Handling and First Aid 
By Fred Herr 
Leak Routes Miamians 
Refrigerated Meat Delivery 
Containerized 
Storages-Controlled Atmosphere 
By Frank V. Kedenburg, Jr. 
Warehousing Seminar 
Refrigeration For Nuclear Ship 
For Quality Sausages 
By Richard Francis 
Improves Dry Milk Processing 
Regional Seminar, NARW in San 
Francisco 
Research Explosion Attributed to 
Nitrogen 
Rocky Mountain Meat Packing Plant . 


. -Aug-13 


. Jul-15 


. Aug-26 


Ss 


Sicks Brewery Capilano Plant 
By M. E. Bell 
Solar Refrigeration Featured at N.Y.U. .. 
Sports Arenas Get Ready For Longer 
Season By Richard Francis 
Storage & Refrigeration System at 
Atlanta Gas Co. ............... Aug-15 


T 


Technology Demands Manpower Upgrading 
By W. R. Woolrich N 
Trailer Mobile Vacuum Units 
By Thomas A. Dickinson 
Transit Temperatures Vital to Frozen Food 
By M. Scott Cassell 
Transportation and Terminals 
Helium 
TRRF Executives Meet at Colorado 
Sprin 
Reprints Available 


Underground Water Chillers 

U.S. Army Cold Storage at Kaiserslautern, 
Germany By John A. Hawkins ....Aug-10 

Firm Gets Rapid-Ice Rights 

Usingers Celebrate 80th Year 
By Richard Francis 

Vacuum Precooler 
By Thomas A. Dickinson 


W—Z 


Warehouse Features Unattended Plant .Dec-23 
Zero or Below 





